https://www.va.gov/oig/pubs/99-00173-18.pdf is the URL for the VA Office of 
the Inspector General, Combined Assessment Program Review, Edward 
Hines, Jr. VA Hospital, Hines, IL, report no. 99-00173-18, Date: November 22, 
1999. Below is a digital picture of page 1, the title page and pages which 
contain the cover letter (electronic pages 49-50) for the data base report of 


Attending Surgeon supervision of residents in the ORs of the Hines VAH 
prepared by Dr. Andrus. 


APPENDIX IV 


IVA} Departures of ‘4: Hines VAH Surgical aciséamas Committee Meeting, 
Office of Inspector General 


Steven DeJong, M.D., FACS. Charles H. Andrus, M.D., FACS. 
Chairman, OR/PAR Committee Chief, Surgical Service 


COMBINED ASSESSMENT PROGRAM 
REVIEW 
EDWARD HINES, JR. VA HOSPITAL 


HINES, IL 


Report No. 99-00173-18 
Date: November 22, 1999 


